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l b 1 where separate cantonment drains are provided for foul water and 
for surface water to discharge directly or indirectly- 

foul water into a drain provided for the surface water, or 

(ii) except with the permission of the "hief Executive Oil leer, surra-ee 
water into a drain provided for foul water: or 

(c) to have this drains made to communicate directly with a storm-water 
overflow drain. 

(2) Any person desirous of availing him^elt of the provisions or 
sub-section (I) shall give to the Chief Executive Offii er notice of his proposals, 
and at any time within one month after receipt thereof, he Chief Executive Officer 
may by notice to him refuse to permit the cGtamunicatfim Lo be made, if it appear: 
to him that the mode of construction or condition or the drain is such that h - 
making of the communication would be prejudicial tn tit: drainage system, ^ r J t ■ 
the purpose of examining the mode of construction ami condition of the drain he 

may, if accessary, require it to be Said open for inspettiu n. 

(3) The Chief Executive Officer may, if he thinks ft r construct such pa 1 
of the work necessary for having a private drain made it- commonicate id 
cantonment drain, an is in or under a public street and in sue i a c<«se. the expert 
incurred by the Chief Executive Officer shall be paid by the owner or act up ter 
the premises, nr as the case may be. the owner ol the prtva.c drain and haii 
recoverable from the uwner or occupier as an arrears oi rav under this vet. 


213. Drainage of undmirted premises. — (V) Where any premises arc iri * ie 
opinion of the Chief Executive Officer, without sufficient means i f effectual druir iiz. 
and a car ton me tit drain nr some place approved by The Chief Executive Ur ice o 
the discharge of filth and other polluted and obnoxious mai'm Is situated t a 
distance of not exceeding thirty metres from any part of the saio premises, he r,.- 
by written notice, require Lhe owner of the said premises— 

(a) to make a drain emptying into such cantonment drain or pi t c: 

{b> lo provide and set up all such appliances and fittings as ma> 
appear to the Chicf Exeeutive officer necessary for the purpi ses of gathering 
and receiving the fihh iitd other polluted and obnoxious na Ter .rum. an- 
cnnveving the same off the said premises and of effectual : y Hushing suen 
drain and every fixture connected therewith; 

(c) to remove any existing dram or other appliance a' dung used or 
intended to be used Tor drainage which is injurious to hi altlu 

(d) io provide i dosed dram in substitution of an < jpen drain or tc 
provide such other appliance or thing either newly or in su ustitution of any 
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e-xiLiUnti appliance or thing or to provide both a close drain and such other 
appliance or thing it] substitution of the existing open drain and other 
appliance or thing, which is. or is. likely to be injurious to health; 

(*-■) to provide and set up all such appliances and jilting a* may appear 
to the Chief Executive Officer tu he necessary for the purpose of gathering 
and receiving the waste water Ifom floors and galleries of buildings when 
they are waslied. and conveying the same ihruugh spouts;, by down-take 
pipes so as to prevent such waste water from discharging directly on streets 
or inside any lower portion of the premi 



if) to carry out any work to improve or re-model an existing drain which 
is inadequate, insufficient or faulty, 

(-1 Where in any case not provided for in sub-section 11) any premises 
are. sn the opinion ol the cb ief Executive Otlieer. w ithout sufficient means of effectual 
damage, he may, by written notice, require the owner of the premises— 


4a) to construct a drain up to a point lo he prescribed in such notice 
hut not at j distance or more than thirty meters from any part of the 
premises; or 


(b) to construct a denied cesspool or 
.‘mptyirtg into such cesspool or soakage pit. 



c pit and dram or drains 


[j) Any requisition for the construction of any drain under 
sub-section (2) may contain any nfthe details specified in sub-section (If 


2 14 ,\W premises not to he erected without drains. —(1) It shall not be lawful 
in erect or to re-creel any premises in a cantonment or to occupy any such premises 

unless— 


Ea> a drain be constructed of such size, materials and description, at 
such level and with such fall as shall appear Iti the Chief Executive Officer 
to be necessary for the effectual drainage of such premises: 

(b) there have been provided and set up on such premises such 
appliances and fittings as may appear to Lhe Chief Executive Officer to be 
necessary for the purposes of gathering nr receiving the filth and other 
polluted and obnoxious mailer from, and conveying Lhe same off, the said 
premises and uf effectual ly flushing the drain of the said premises and every 
fixture connected therewith. 

(2) I he drain so constructed shall empty into a cantonment drain situated 

at a distance of mu exceeding thirty meters from the premises; but if no cantonment 

drain is situated within that distance titers such Oram shall empty into a cesspool 

situated within that distance to be specified by lhe Chief Executive Officer for the 
purpose. 



215 Power to drain group or Nock of premises by combined operations — 
ili If it appears to the Chief Executive Officer that any group or block oi prcmi ej 
may be drained more economically or advantageously in combination j 1 an 
separately* and a canton me ni drain of sufficient sire already exists or is abou r 
be constructed within thirty merers of any pan of that group or block oE prcmi - 
the Chie I" Executive officer may cause that group or block of premises :o be drained 
by a combined operation. 

(2) 'I'he c x pc n sc s i nc mred i n carry i ng out any w ork ursd c t su b- sc ction[ E i 
in respect of am group or block of premises shall be paid by the owners of sue! 
premises in such proportions as the Chid'Executive Officer may determine and shal 
be recoverable from them as an arrears of tax under this Act. 


(2) Not less than fifteen days before any. such work is commenced. tl . 
Chief Fxeemive Officer shah give to each such owner— 


(a) written notice of die nature of the proposed work; and 

(b) an estimate ol" the expenses to he incurred in respect thereof and 
of the proportion of such expenses payable by him. 

.41 Tht Chief Executive Officer may require the owners of such. grow. , 
or block or premises to maintain the work executed under this sect ion. 

2 lb. Power ro dome or Jim si she use of private drains in certain cases i — Wfie ■ 
a drain connecting any premises with a cantonment drain is su ft! dent fur t. 
effectual drainage of such premises and ss otherwise unobjectionable but is r . 
in the opinion of the Chief Execi ' : ve Officer, adapted [o the general system i 
drainage in the cantonment, he may, by written notice addressed to the owner of 
the premises, direct 

fa) that such drain be closed, discontinued or destroyed and [hat any 
work necessary for that purpose be done: or 

(b) that such drain shall., tom such date as may be specified in ■lie- 


notice in this behalf, be 



for filth and polluted water only or for lain w.-te 


and unpolluted sub-soil wuler only 

Provided that— 


(l) no drain may be closed, discontinued or destroyed by the Chic 
Executive Officer under clause (a) except on condition of" bis providing 
another drain equally effectual lor the drainage of the premises ..md 
communicating with any cantonment dram which he thinks 111 : and 

(ii) the expenses of the construction of any drain sn provide^ by 
the Board and of any work done under clause (a) may be paid out nf the 
cantonment fund. 
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f 


Use of drain by a person other than the owner. —(1} Where the Chiet 


Ixecutcve Officer eithe ■ on receipt of an application from the owner of any premises 
r.r otherwise is of the op in inn that the only, or the most convenient means or effectual 
drainage of the prem ?cs into a cantonment drain is through a drain belonging to 
another person, the t^hief Executive Officer may by notice in writing require the 
owner of such a dm n to show cause within a period specified in the notice as 
to why an order under this section should not be made. 


{2.i When: no cause is shown within the specilied period or the cause 
si awn appears ti the Cliief Executive Officer invalid or insufficient, the Chic! 
executive officer may by order in writing either authorise the owner of die premises 
to use the drain or declare him to be a joint owner thereof. 

0) At order made tinder sub-section (2) may contain directions as to— 

(■.) the payment of rent or compensation by the owner of the premises; 

,b) the construe lion of a drain for the premises for the purpose of 
conn ,cting it with the aforesaid drain; 

(e) the entry upon the land in which the rforesaid drain is situate with 
S-v jjtants and workmen at all reasonable borer; 


id j rhe respective responsibilities of in a parties 



maintaining 


e pairing., flushing, cleaning and emptying the iforesaid drain. 


itS. Se w&ge errj d rain n ater drains t< ■ be dis I in ct —Wh erever it is provj d ed 
m d is Chapter that steps shall or may be taken for ite effectual drainage of any 
pre nises. if shall be competent to the Chief Executive Officer to require that there 
sh ill be one drain for filth and polluted water and an entirely distinct drain for rain 
Jter and unpolluted sub-soil water or noth rain waicr and unpolluted sub-soil 
ater. each emptying into separate cantonment drains or other suitable places. 


219. Power to require owner IQ t twiy out certain works for satisfactory 
drainage. — For the purpose of efficient drainage of any premises, the Chic! 
Executive Officer may, by notice in writi r g T — 


(a) require any courtyard, :lic\ or passage between two or more 
buildings to be paved by the ownei or owners of such buildings xviih such 
materials and in such manner as may be apprrmd by the Chief Executive 
Officer; and 


(b) require such paving to ie kepi, in proper r:pair. 


22ft. Appointment of places for the emptying of d a ins and collection of 
vfH jije. The Chief Executive Officer m_- y cause any or all of the cantonment drains 
ld empty into, and ail sewage tu be cu deeted of at, suel place or places as he 
considers suitable! 



Provided [bat no place which has not been he tore the commencement of rhis 
Act used for any of the purposes specified in rhis section shall, after Su .'n 
commencement be used therefor without the approval of the Board: 


further that ott and after such dare as m.av he 



anv 


it has been so treated as nut to affect prejudicially the pun tv and quaJitv ot 
the water into which it is discharged. 


M i see! I a n en us 


2z ] (_ onnection with water h arks and drains not to he made without 

*rm /nffnw IL' irhr-inR tkis (lrntfnn ■ *4? iL_ i^L -r-. 4 _ 


no 


permission ,—Without the written permission of the Chief Executive Officer 
person shall, for any purpose whatsoever, at any time make or cause to be made 
any connection or communicate with any drain referred to in section 21ft 
water works, constructed or maintained by, or vested in, the Hoard. 


or an> 


222. Buildings, railway's and private streets not to ffe erected 
o ver drains or wat er works without perm union. —([) 



Or constructed 
. . . No railway works sha 

bu constructed on any cantonment drain or any water works constructed or 

maintained by, or vested in the Board, without the approval of the Central 
G ove mmenL 


(b> If any railway works are constructed on anv drains or water works as 
aforesaid without the written permission of the Central Government, the Chief 
Executive officer may remove or otherwise deal with the same as lie thinks fit. 

(2) (a) No private street shall be constructed and no building, wall, fen^e 
oi other structure shall he erected nn anv cantonment drain or nn anv water wor s 
■*-rir,>cru3c 11 :d nr maintained by, or vested in, the board without the approval of T he 

board. 

(hr L any private street is constructed or anv building, wall, fence or 

structure erected on any drain or water works as aforesaid without the written 

permission of the Board, the Chief Executive Officer mav remove or otherwise deal 
with the same as he may think fit. 

P) The expenses incurred by the Chief Executive Officer in doing so shall 
be paid by the owner of the private street or of the building, fence wall or other 
structure or, as the case mav be, by the railway administration or the person 
offending and shall be recoverable as an arrears of tax under this Act. 

22 .v Rights of user of property for aqueducts, lines , etc. (|) The Chief 
Executive Officer may place and maintain aqueducts, conduits and lines of mains 
ni pipes or drains over, under, along or across anv immovable property whether 
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itiiin or without the local limits of rhc cantonment without acquiring the ^ame, 
nd r>.iv a + any time lor the purpose o£ examining, re pairs Jig, altering or removing 
t i!iy aqueducts, conduits or fines of mains or pipes or drains, er'.cr on an% prnpertv 
over, under along at across which the acqueducis. conduits or lines of mains or 
pipes, or drains have been placed: 

Provided that the Ucard shall not acquire any right other than a right of user 
in ' ie property over, under, along nr across winch any aqueduct, conduit or line 
of lains or pipes, or drain is placed, 

i2) I he power conferred under sub-section f I) shall not be exercisable in 
re ;pcc of any property vested in the Union or under the control or management 
of the C entrul (ipv eminent or railway administration or vested in any local authority 
s.i.c with the permission of the Cenrral Government or rail wav administration nr 

OR * ‘ ', , ' * - . ' * 

■: ie local authority, as the case may be. and in accordance with anv bye-laws made 

IB BBi 

in this behalf: 

Provided that the Chief Executive Officer may, without such permission, repair, 
tvriew. or amend any existing works of which the character or position is not to 
be altered if such repair, renewal or amendment is urgently necessary in order to 
maintain without interruption the supply of water, drainage or collection of sewage 
or is such that delay would be dangerous to health, human life or property 

(3) Tn exercise of the powers conferred upon him by Lhis sect ion, the 
Executive Officer shall tau^e as little damage and inconvenience as may be possible, 
and shall make full compensation for any damage or inconvenience caused by him. 

224. Pov. cr qf Gorier oj premises in place pipes and drains through (and 

to other persons. —(I ) If it appears to the Chief Executive Officer that 
the only or most convenient means of water supply tn. .md drainage of, any 
premises is by placing or earning any pipe or drains over, under, along or across 
the immovable property- of another person, the Chief Executive Officer may. by order 
in writing, authorise the owner of the premises to place or carry such pipe or drain 
over, under, along or across such immovable property: 

Provided that before making any such order the Chief Executive Officer shall 
give to the owner of the immovable properly a reasonable opportunity of showing 
cause within such time as may be prescribed by bye-laws made in this behalf as 
to why the order should not be made: , 

provided further that the owner of the premises shall not acquire any fight 
other than a right of user in the property over, under, along or across which any 
such pipe or drain is placed or carried. 
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1 2) Upon the making of an order, under sub-section t I the owner of th 
premises may. after giving rcasonabe notice ol bis intention so to do, enter upon 
the immovable property- with assistants and workmen at any time between sunrise 
and sunset For the purpose of placing a pipe or drain over, under, along or across 
such immovable property or tor the purpose of repairing the same. 

(2 ) In placing or carry ing a pipe or drain under this section, as little damage 
as possible shall be done to the immovable property and the owner of the premises 
shall— 

<a) cause the pipe or drain To be placed or carried with Lbe least 

practicable delay; 

to | Fill in, re-instale and make good at his awn cost and with the least 
practicable delay, any land opened, broken up or rer -oved for the purpose 
of placing or carrying such pipe or drain; and 

(t| pay compensation to the owner of the immovable property and to 
any other person who sustains damage by reason of the placing or carrying 
of such pipe or drain. 


(4) If the owner of the immovable property, over, under, along or aern-s 
which a pipe or drain has been placed or carried under rhis section whilst such 
immovable property was not built upon, desires tu creel any building un such 


property, the Chief Executive CilTicer. shall, by notice in writing, require the uwm.T 
of the premises to close, remove or divert the pipe or drain in such manner as sbs.il 

be approved 

property as sf the pipe or drain had not been placed or carried over, under, alonj 


by him and to fill in. re-instate and make good the immovable 


or across the same; 


Provided that no such requisition shall be made unless in the opinion ol the 
Chief Executive Officer it is necessary or expedient lor the construct ton of proposed 


building or the safe enjoyment thereof that the pipe or drain should be closed. 

removed or 



225. Power tu requite rut /w ay leva! etc.. to he raised or Iowered —If the 
Board places or carries any pipe or drain or does any other work connected wit; 
the water supply or drainage .across any, railway line, it may, with the sanction of 
the Central Government and at the cost of the cantonment fund, require the railway 
administration to raise or lower the level thereof. 

•» 

. 226. Power to execute work after giving notice to the person liable .— 

{1J When under the provisions of this Chapter, any person may be required or is 
liable to execute any work, the Chief Executive Officer may, in accordance with the 

3 3/2 72/200 7/ DTP'S MI-13 
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prov ision* of this Act and of any by e-laws made in this behalf, cause such work 
t>; be executed after giving such person an opportunity of executing cite same within 
> mh time as may be specified by him for this purpose. 

(2) 1'he expenses incurred or likely to be incurred by the Chief Executive 
Officer in the execution of any such work shall be payable by the said person and 
the expenses incurred by the Chief Executive Officer in connection with the 
maintenance of such work or the enjoyment of amenities and conveniences rendered 
possible by such work shall he payable by the person of persons enjoying such 
amenities and conveniences. 

(3) The expenses referred to in sub-section fl) shall be recoverable from 
the person or persons liable therefor as an arrears of tax under this Act. 

227. Power to affix 'hafts, etc., for ventilation of dram or cesspool —For the 
purpose oT ventilating any drain or cesspool, whether vested in the Board or not. 
the Chief Executive Officer may, in accordance with bye-laws made in this behalf, 
erect upon any premises or affix to the outside of any building or to any tree any 
such shaft or pipe as may appear to him to be necessary, 

228. Power to examine and test drains, etc., believed to be defective. — 
(1) Where it appears to the Chief Executive Officer that there are reasonable 
grounds for believing that a private drain or cesspool is in such condition as to 
he prejudicial to health or a nuisance or that a private drain communicating directly 
or indirectly with a cantonment drain is sn defective as to admit sub-soil water, 
he may examine its condition, and for that purpose may apply any test, other than 
n test by water under pressure, and if he deems It necessary, open the ground. 

(2) If on examination the dram or cesspool is found to be in proper 
condition, the Chief Executive Officer shall, as soon as possible, rc-instate any 
ground which has been opened bv him and make good any damage done by him. 

229. Bulk delivery of sewage by the Board. —(t) The Board shall deliver in 
bulk all the sewage to, the authority prescribed by the Central Government nr the 
State Government, subject to such charges ibr the delivery of sewage of the area 
of cantonment as may be determined by means of an agreement entered into 

between that other authority and the Board. 

(2) The agreement mentioned in sub-section (1) shall provide also tor a 
■stipulation therein that in case of any dispute about the payments to be made to 
that other authority by the Board, the matter shall be referred to the Central 
Government whose decision thereon shall be final and binding on both parties. 
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2jQ Employment of Government agencies for repair, etc. —The Central 
Government may, fbr reason lo be recorded . direct that any specified: evurk. re pan. 
renewal or re placement which is to be undertaken by or for [be Board under this 
Chapter, shall be carried out on behalf of the Board by the Centra! Government 
and the Board shall pay [he charges therefor at the rates and subject to the rerm 
for Lhc lime being applicable in the case of works construct ed by that Governme 
on behalf of a local authority. 


23 I. Works 10 he done by licensed plumber. —E. 11 No person other than t 
licensed plumber shall execute any work described in [his Chapter and no pei'S' i 
shall permit any such work to be executed except by a licensed plumber: 


Provided that if in the opinion of the Chief Executive Officer, the work i> d 
a tri v ial n ature, b e may gra at perm iss i on i n writ ini for th^exec ut ion o F sue h wo rl 
by a person other than a licensed plumber. 


(2) Every person who employs a licensed plumber to execute an -> L 
shall. when so required, famish to the Chid' Executive Onicer the name qi ■ jeh 
plumber. 

(3) When any work is executed except in accordance with the provisions 
of sub-section (1), such work shall be liable to be dismantled at the discretion of 
the Chief Executive Officer without prejudice to the right of the Board to prosecute 
under this Act the person at whose instance such work has been executed. 


(4) The Board may make bye-laws for the guidance of Licensed plum ben 
and a copy of ail such bye-laws shall be attached to every- licence gran red to a 
plumber by the Board. 

(5) The Board may, from rime to time, prescribe the charges to be paid to 
licensed plumber far any work done by them under or for arty of die purposes of 
This Chapter, 

(6) No licensed plumber shall, for any work referred to in sub-Section i 
demand or receive more than the charges prescribed therefor, under that sub-secr' 

• * ' *' a * * - - - * • #(Pi ■ _; ‘ - : Vi 1 \ • 

(7) The Board shall make bye-laws providing for— 

■ 

(a) the exercise of adequate control on all licensed plumbers; 

lb) the inspect ton of all works carried out by them; and 

(c) the hearing and disposal of complaints made by lhc owners ir 
occupiers of premises with regard lo the quality of work done, material i ■ d. 
delay in execution of work, and the charges made, by a licensed piu r , er 


■ 
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■:S) No licensed plumber shall contravene any of the bye-laws made under 
:h:s section nr execute carelessly or negligcntily any ^ork tinder this Ac: or make 
use of bad materials, appliances or fittings. 


f9,i If any licensed plumber contravenes sub-scctinn (8). his licence may 
be suspended or cancelled whether he is prosecuted under this Act or not. 


'-■12. Prohibition of certain Acta. 



n 



person 



(a) wilfully obstruct any person acting under the audio:iry of the 
Board, or the Chief Executive officer, in setting out file lines of any works 
or pull up or remove any pillar, post or stake fixed in the ground for the purpose 
of setting out lines of such work, or deface or destroy any works made for 
the same purpose; or 


i hi wilfully or negligently break, injure, turn on r open, dose, shut ofT 
or otherwise interfere with any lock, cock, valve, pipe, meter or other work 
or apparatus belonging to the Board; or 

(cj unlawfully obstruct the flow of or llush. draw off. or divert, or take 

water from any water work belonging to the Board; or 


(d'j unlawfully obstruct the flow of or Hush, draw off or divert, or take 
sewage from any sewage work belonging to the Board or break or damage 
any electrical transmission Line maintained by the Board; or 

(e) obstruct any officer or other employee of the Board in the discharge 
of it is duties under this Chapter or refuse or wilfully neglect to furnish him 
with tite means necessary for the making of any entry, inspection, examination 

■l j| ■■ 

or inquiry thereunder in relation to any water or sewage work: or 

if) bathe in, at or upon any water work or wash or throw or cause to 
enter [herein arty animal, or throw any rubbish, dirt or filth into any wate 
work or wash or dean therein any cloth, wool or leather or The skin of any 
animal, or cause the water of any sink, or drain or any stearn-engine or boiler 
nr any polluted water to turn or be brought into any water work, or do any 

a • 

other act whereby the water in any water work is fouled or likely to be fouled. 




(2) Nothing in clause {b) of Sub-scction (i) shall apply to a consumer 
dosing the stopcock fixed on ihe service pipe supplying water to his premises so 
long as he has obtained the consent of any other consumer whose supply will be 
affee ted the rebv. 



